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9004240335 Forwards ORO-4207-22, "Twenty-Sixth Progress Rept of Texas A&M Univ
Nuclear Science Ctr Jan-Dec 1989."

FELTZ.D.E. Texas A&M Univ., College Station, TX. 90/03/30. MARTIN.R.D. Region 4,
Ofc of the Director. 2pp. 53540:256-53540:351.

S. Reportable occurrences, LERs & related correspondence

9003300021 RO 90-01 :on 900228,reactor operator received Servo fault alarm.After di-
rected shutdown,complete loss of linear power channel noted.Caused by corroded
connector at detector leads.Connector replaced.Part 21 related.
IVES.T.W. Texas A&M Univ., College Station, TX. 90/03/09. MARTIN.R.D. Region 4,
Ofc of the Director. 2pp. 53220:359-53220:360.

DOCKET 50-131 OMAHA VETERANS ADMINISTRATION HOSPITAL RESEARCH
REACTOR

DOCKET 50-151 UNIV. OF ILLINOIS RESEARCH REACTOR

F. Security, medical, emergency & fire protection plans

9004100088 Forwards Insp Repts 50-151/90-01 & 50-356/90-01 on 900207-09 &
0307.No violations or deviations noted.

KNOP.R.C. Region 3, Ofc of the Director. 90/03/27. JONES.B.G. Illinois, Univ. of,
Urbana, IL 2pp. 53383:006-53383:016.

-9004100094 Insp Repts 50-151/90-01 & 50-356/90-01 on 900207-09 & 0307. No vio-
lations or deviations noted.Major areas inspected: actions on previous insp
items.followup of LERs.records & emergency planning.Attachment withheld (ref
10CFR2.790).

DUNLOP.A., BROCHMAN.P.G., KNOP.R.C. Region 3, Ofc of the Director. 90/03/26.
9pp. 53383:008-53383:016.

V. Operator Examinations

9004180072 Confirms telcon re administration of licensing exams for VA TRIGA at plant
during wk of 900514.Completed senior reactor operator license application received &
no further application required.

BEACH.A.B. Region 4, Ofc of the  Director.  90/04/06.  TURCOTTE.R.L. Veterans
Admin. Medical Center, Omaha, NE. 7pp. 53442:207-53442:213.

DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3

J. Insurance & Indemnity Information

9004180258 Provides list of property insurance coverage.

SULLIVAN.W.J. Pacific Gas & Electric Co. 90/03/21. WOOD.R. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 1p. 53449:359-53449:359.

P. Operating license stage documents & correspondence

9004030229 Requests FR publication of notice of consideration of issuance of amend
to License DPR-7 & proposed NSHC consideration determination & opportunity for
hearing on 900118 request to revise Tech Specs re organization changes.
BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/03/23. NRC - No Detailed Affiliation Given. 7pp. 53295:042-53295:048.

Q. Inspection reports, IE Bulletins & correspondence

9003280088 NRC Info Notice 90-023, "Improper Installation of Patel Conduit Seals."
Svc list encl.

ROSSI.C.E. Division of Operational  Events Assessment (Post 870411). 90/04/04.
Consolidated Edison Co. of New York, Inc. 99pp. 53380:001-53380:104.

9004040223 NRC Info Notice 90-024, "Transportation of Model SPEC 2-T Radiographic
Exposure Device." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
90/04/10. Consolidated Edison Co. of New York. Inc. 63pp. 53380:105-53380:171.

9004120133 NRC Info Notice 90-025, "Loss of Vital AC Power W/Subsequent RCS
Heatup." Svc list encl.

ROSSI.C.E. Division of Operational  Events Assessment (Post 870411). 90/04/16.
Consolidated Edison Co. of New York, Inc. 101pp. 53440:001-53440:101.

9004180107 NRC Info Notice 90-026, "Inadequate Flow of Essential Svc Water to
Room Coolers & HXs for ESF Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53541:062-53541:160.

R. Periodic operating reports & related correspondence

9004060098 "Rept of Recorded Personnel Whole  Body Exposures for CY89." W/
900327 Itr.
WOMACK.LF. Pacific Gas & Electric Co. 89/12/31. 2pp. 53354:257-53354:258.

DOCKET 50-139 UNIV. OF WASHINGTON RESEARCH REACTOR

Q. Inspection reports, IE Bulletins & correspondence

9004100088 Forwards Insp Repts 50-151/90-01 & 50-356/90-01 on 900207-09 &
0307.NO violations or deviations noted.

KNOP.R.C. Region 3, Ofc of the Director. 90/03/27. JONES.B.G. Illinois, Univ. of,
Urbana, IL 2pp. 53383:006-53383:016.

-9004100094 Insp Repts 50-151/90-01 & 50-356/90-01 on 900207-09 & 0307. No vio-
lations or deviations noted.Major areas inspected: actions on previous insp
items.followup of LERs.records & emergency planning.Attachment withheld (ref
10CFR2.790).

DUNLOP.A., BROCHMAN.P.G., KNOP.R.C. Region 3, Ofc of the Director. 90/03/26.
9pp. 53383:008-53383:016.

DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT

F. Security, medical, emergency & fire protection plans

9004050180 Ack  receipt of 900206  Itr transmitting  changes to plant emergency
plan.Statement "Any Entry Into EOP-2,Cpntainment Controls as stated below," should
be added to Pages 3 & 6 to assure consistency w/emergency action level tables.
GREGER.L.R. Region 3, Ofc of the Director. 90/03/15. HOFFMAN.D.P. Consumers
Power Co. 2pp. 53322:159-53322:160.

9003290007 Informs that emergency operating procedures insp will be conducted from
900417-26.Preliminary insp schedule encl.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/03/20. HOFFMAN.D.P. Consumers
Power Co. 4pp. 53217:344-53217:347.

9004060290 Forwards Safety Insp Rept 50-155/90-04 on 900206-0312.No violations
noted.

AXELSON.W.L. Region 3, Ofc of the Director. 90/03/26. HOFFMAN.D.P. Consumers
Power Co. 3pp. 53342:079-53342:090.

-9004060295   Safety    Insp    Rept    50-155/90-04    on    900206-0312. No   violations
noted.Major areas inspected:followup on previous insp findings consisting of one open
item in site emergency plan & two violations involving failure to follow procedures.
DEFAYETTE.R. Region 3, Ofc of the Director. 90/03/23. 9pp. 53342:082-53342:090.

9004020065 Forwards Rev 9 to suitability.training & qualification plan.Rev withheld.
EDDY.J.D. Consumers Power Co. 90/03/27. Document Control Branch (Document
Control Desk). 1p. 53235:357-53235:357.

9004180360 Rev 19 to GORT/EOF Procedure Appendix G, "Emergency Telephone
Numbers." W/900403 Itr.
* Consumers Power Co. 90/04/03. 12pp. 53450:256-53450:267.

9004190032 Revs to EPIPs.including Rev 115 to EPIP-6F, "Emergency Notifications,"
Rev 115 to EPIP-4M, "Site Accountability Coordinator" & Rev 115 to EPIP-6J, "Com-
munications Tests." W/900404 Itr.
HOBE.M.A. Consumers Power Co. 90/04/04. 42pp. 53451:140-53451:182.

I. Financial Information

9003300147 "Consumers Power Co 1989 Annual Rept." W/900322 Itr.
MCNISH.T.A. Consumers Power Co. 89/12/31. DENTON.H.R. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 29pp. 53265:039-53265:067.

P. Operating license stage documents & correspondence

9004190140 Responds to 891211 request for info re decommissioning plan, including
univ organization & responsibilities & calibr of radiation detection instruments.
ROBKIN.M.A. Washington, Univ. of, Seattle, WA. 90/04/09. MICHAELS.T.S. Non-
Power Reactors, Decommissioning & Environmental Pro]. Dir.(891001 -900602). 7pp.
53496:212-53496:218.

J. Insurance & indemnity Information

9004180250 Provides description of current limits of property insurance maintained at
listed plants,per 10CFR50.54(w)(4) requirements.

SPRING.S.N. Consumers Power Co. 90/03/19. WOOD.R. Office of Nuclear Reactor
Regulation, Director (Post 870411). 1p. 53454:205-53454:205.

DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR

P. Operating license stage documents & correspondence

9004090390 Forwards notice of consideration of issuance of amend to License R-75
and opportunity for hearing on 871007 request to increase power level to 500 kW.
MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001-900602). 90/03/26. REDMOND.R.F. Ohio State Univ., Columbus, OH.
3pp. 53371:315-53371:321.

-9004090395 Notice of consideration of issuance of amend to License R-75 & opportu-
nity for hearing on 871007 request to increase power level to 500 kW.
WEISS.S.H.    Non-Power    Reactors,    Decommissioning    &    Environmental    Pro].
Dir.(891001-900602). 90/03/26. 4pp. 53371:318-53371:321.

P. Operating license stage documents & correspondence

9004050103 Forwards Amend 102 to License DPR-6 & safety evaluation. Amend de-
letes Figures 6.2-1 & 6.2-2 & indicates where figures maintained per Generic Ltr 88-06
& corrects typos.

PULSIFER.R.M. Project Directorate 111-1. 90/03/16. BERRY.K.W. Consumers Power
Co. 5pp. 53339:013-53339:066.

-9004050112 Amend 102 to License DPR-6,deleting Figures 6.2-1 & 6.2-2 & indicating
where figures maintained per Generic Itr 88-06 & correcting typos.
THOMA.J.O. Project Directorate 111-1. 90/03/16. 44pp. 53339:018-53339:061.

-9004050115 Safety evaluation supporting Amend 102 to License DPR-6.
* Office of Nuclear Reactor Regulation, Director (Post 870411). 90/03/16. 5pp.
53339:062-53339:066.13.No violations noted. Major areas
